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NOTIFICATION 


No.47526 /G3/83/HD . 

Dated , Trivandrum , 25th February, 1984. 
S. R. O. No. 203/84. - In exercise of the powers conferred by sub 
section (1 ) of section 122 of the Travancore - Cochin Public Health Act, 1955 
(16 of 1955) the Government of Kerala hereby declare that the areas specified 
in the Schedule below shall, for the purpose of Chapter XIII of the said Act, 
be a notified festival centre for a period of 11 days from the first March , 
1984 to the 11th March , 1984. 


SCHEDULE 

Village 
Kannamangalam 


Place 
1. Chettikulangara 
2. Kaitha Vadakke 
3. Kaitha Thekke 

4 . Erezha Vadakku 
: 5. Erezha Thekku 


27 


Peringala 


By order of the Governor, 
M. G. K.MURTHY, 

Secretary 


33 / 704 /MC. 
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Explanatory Note 
( This does not form part of the notification , but is intended to indicate 
its general purport.) 

The annual festival at Chettikulangara Temple is celebrated from the 
1st March 1984. It is necessary to declare the area surrounding the temple 
as festival area under the Travancore -Cochin Public Health Act, 1955 for 
public health purpose. The notification is for the above purpose. 
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GOVERNMENT OF KERALA 
Public Works (D ) Department 

NOTIFICATION 
No. 46919/D3/83/PW . 

Dated , Trivandrum , 24th February 1984 . 
S. R. O.No. 202 /84. - In exercise of the powers conferred by clause (3 ) 
of section 2 of the Kerala Land Acquisition Act, 1961 (21 of 1962) and in 
supersession of the notification No. 3497 /B5 /71/ PW dated the 25th February , 
1971 published at page 100 of the Kerala Gazette dated the 9th March 1971, 
the Government of Kerala hereby appoint the Sprcial Tahsildar for Land 
Acquisition (National Highway) Alleppey to perform the functions of a 
Collector under the said Act within the Taluks of Karthikapally , 
Ambalapuzha and Sherthalai in Alleppey District and in the Taluk of 
Thiruvalla in Pathanamthitta District and under subsection (2 ) of section 3 
of the said Act authorise him , his servants and workmen to exercise the 
powers cor ferred by the said subsection in respect of any land within his 
jurisdiction for the acquisition of which a notification under subsection (1) 
of section 3 has been published . 

By order of the Governor , 

C. K. K. PANICKER , 

Secretary to Government, 
33 /703/L . 


Explanatory Note 
The Special Tahsildar, Land Acquisition , National Highway , Alleppey 
has been authorised to perform the functions of the Collector under sub 
section (3) of section 2 of the Kerala Land Acquisition Act in the Taluks of 
Karthikappally , Ambalapuzha and Shertalai as per notification issued in 
No. 3.497 /B5 /71 /PW . But the District Collector Alleppey has entrusted the 
Special Tahsildar Land Acquisition (National Highway ) Alleppey same 
works in Thiruvalla Taluk also . To proceed with the Land Acquisition 
work in Thiruvalla Taluk the jurisdiction of Special Tahsildar Land 
Acquisition (National Highway) Alleppey has to be extended to Thiruvalla 
Taluk also . The notification is intended to achieve the above purpose . 
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